To: Tulis, Dana[Tulis. Dana@epa.gov]; Woodyard, Josh[Woodyard.Joshua@epa.gov] 

From: Canzler, Erica 

Sent: Mon 8/10/2015 1:51:20 PM 

Subject: FW: US EPA Region 6 San Juan County Well Testing 

150809FLYR-San Juan County private well testing info.pdf 

This is different than what they wanted yesterday.... 


Erica Canzler 

Director, CBRN Consequence Management Advisory Division 

Office of Emergency Management 

U.S. EPA 

(o) 202-564-2359 

(c) 202-431-3146 

canzler.erica@epa.gov 


From: Kudarauskas, Paul 

Sent: Monday, August 10, 2015 8:14 AM 

To: Canzler, Erica 

Subject: FW: US EPA Region 6 San Juan County Well Testing 


Interesting. Perhaps they were looking for the Holy Grail and were hoping PHILIS was it. 
Damnit. Too bad it wasn’t 


Paul G. Kudarauskas, "Kuda" 

Chief, Field Operations Branch 

CBRN Consequence Management Advisory Division 
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Office of Emergency Management 

United States Environmental Protection Agency 

Mobile: 202 - 344-5382 Office: 202 - 564-2415 


From: Kaelin, Lawrence 

Sent: Monday, August 10, 2015 8:09 AM 

To: Kudarauskas, Paul 

Subject: FW: US EPA Region 6 San Juan County Well Testing 


Big difference from what they were asking from us yesterday? 

Lawrence (Larry) Kaelin 
US EPA/OSWER OEM/CBRN CMAT 
2890 Woodbridge Avenue 
Edison, NJ 08837 
732-321-6625 (office) 

513-675-4751 (cell) 

Kaelin.Lawrence@epa.gov 


From: US Environmental Protection Agency fmailto:noreply-subscriptions@epa.qov1 
Sent: Sunday, August 09, 2015 11:22 PM 
To: Kaelin, Lawrence 

Subject: US EPA Region 6 San Juan County Well Testing 


Please find attached information from the New Mexico Environment Department and the U.S. 
Environmental Protection Agency. 


If you would rather not receive future communications from Environmental Protection Agency, let us know by clicking here . 
Environmental Protection Agency, Fountain Place 12th Floor, Suite 1200 1445 Ross Avenue, Dallas, TX 75202-2733 United States 
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